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TASKER iWXfZ™ 


7838 ORION AVENUE 


VAN NUYS, CALIFORNIA 


STATE 1-315 



December 27, 1965 


Mr. T. Nelson, Systems Consultant 
Box 1546 

Poughkeepsie, New York 12603 
Dear Sir: 

Thank you for your inquiry concerning the Computer 
Input/Output Communication Console, the new Tasker 
cathode-ray tube display system. Enclosed for your 
information is a copy of our new product announce¬ 
ment. The console has not been standardized in a 
single configuration and, therefore, electrical and 
physical characteristics are influenced by specific 
applications. 

We shall be pleased to forward additional information 
and cost upon expression of your requirements. 


Very truly yours, 


TASKER INSTRUMENTS CORPORATION 



Z. K. Geanes 
Director of Marketing 
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